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Metal
No.

M

256

257

258

259

260

261
262

263

264

Obverse

Eeverse

(23) Type: mounted king and standing Herakles;
copper, square

In square frame mounted king
;o r. Greek legend, probably as
on No. 255.

This is coin No. 127 on p. 36
of the Rodgers Catalogue. It is
still unique.

W. 58.

S.-7.

In square frame Herakles stand-
ing to front with club and lion's
skin in I. hand, and crowning
himself with wreath in r.

To r. Maharajasa.

Aboye, [rajwrajasd].

To 1. mahatasa*

Below, Ayasa.

R. Kh. monogram.

L. Kh. sa.

PL XII.

(24) Type: bull and lion; copper, round

Maharajasa rajatirajasa maha-
tasa Ayasa.

Lion (or leopard) to r.
In upper field M. 25.

G.B.

BAIIAEnN
MEfAAQY    AZDY
Humped bull to r.
In upper field M, 19.

W. 220.
S. 1.

In upper field M. 15, and to r.
Kh. jha.

S. 1-05.

In upper field M. 23, and to r.
Kh. monogram.

S. 1-L

S. 14.

In upper field M. 24, and to r.
Kh. monogram.

S. 1-15.

In upper field M. 22.
G.B.

In upper field M. 26.
G.B.

In upper field Kh. mon. sasL
G. B.                              PL XII.